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. Complete the table below which shows the four types of motion. 3 


. Calculate the strain when a 14 m long cable experiences a change in length of 
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SECTION 1 — 20 marks 
Attempt ALL questions 


The first one is completed for you. 


Motion name Graphic 
linear === 
reciprocating 


O 


oscillating 


0-0021 m. 2 
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3. Ап incomplete pneumatic circuit is shown. 


| | 
n 


(a) Complete the piping between the valve and cylinder to keep the piston 
outstroked. 1 


(b) State the name of actuator X. 1 


4. An incorrect free body diagram of a structure in equilibrium is shown below. 


650 825 


0-8 m | 0:7 т Los 


Ra Rg 
Describe two different errors in the diagram. 2 
Error 1 
Error 2 
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5. Anengineer is to design and test an electronic circuit. 
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(a) Draw the symbol for a voltmeter. 1 


(b) State the name of the component that allows a low power electronic 
circuit to switch on a high power electrical circuit. 1 


(c) Draw the symbol for a diode. 1 
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6. А scaffolding tower is used to allow work to be carried out safely at height. 


Fa 


The forces acting on the scaffolding tower are shown above. 


(a) (i) State the nature of the force in member 1 and member 2. 2 
Member 1 
Member 2 

(1i) Describe the function of member 3. 1 


(b) State the type of engineer who would calculate the maximum safe load 
that the scaffolding tower can withstand. 1 
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7. Microcontroller based systems are often used to create open loop and closed 
loop control. 


(a) Describe the difference between open loop control and closed loop 
control. 2 


(b) Describe two advantages of a microcontroller based system compared to 
a hard wired electronic circuit. 2 


Advantage 1 


Advantage 2 
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. A flash unit used with a camera is shown. 
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SECTION 2 — 90 marks 
Attempt ALL questions 


LED flash unit 


The flash unit is used when taking a photograph in low light conditions. A 
signal is sent from the camera to the flash unit when it is about to take a 
picture. 


A simplified sub-system diagram for the flash unit is shown below. 


= = as Set system 


L^ boundary 


ambient light 
light level sensor 


i 


1 
user set control Fw output Læ TED Lim iem 


level unit driver 
І І 
signalfrom ` B Bu Bu ке 
сатега 
(а) Describe the purpose of the system boundary in a sub-system diagram. 1 
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8. (continued) 


(b) Describe, with reference to the sub-system diagram shown opposite, the 
operation of the flash unit. 2 


When a signal from the camera is received . . . 


[Turn over 
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The circuit used to detect the light level is shown below. 


Vs 


14 КО 


34k0x 
OV 
(c) State the name of this type of series circuit. 1 
(d) Calculate the supply voltage (V.) for the conditions shown. 4 
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. (continued) 


Part of the logic diagram used in the control of the flash unit is shown. 


A D 


C 


(e) Complete the truth table for the logic diagram shown above. 


D E Z 


—— - | - l olololol|» 
0 = 0-0 чо оа 


B 
0 
0 
1 
1 
0 
0 
1 
1 


A second logic diagram used in the control of the flash unit is shown 
below. 


M 


(f) Complete the Boolean equation, in terms of inputs K, L and M, for this 
logic diagram. 


Y= 
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9. Amoving walkway in an airport is shown. 


The circuit used to operate the walkway motor and two warning lamps is 
shown. 


component X 


(a) Describe the function of component X in the circuit shown above. 2 


*X823750112* 


page 12 


| MARKS DO NOT | 


WRITE IN 
THIS 
MARGIN 


9. (continued) 


(b) Calculate, for the circuit shown opposite 


(i) the total resistance 3 


(ii) the total circuit current when the switch is closed. 3 


(c) Describe an economic impact that occurs during the construction of the 
walkway. 


(d) Describe a social impact of having a moving walkway in an airport. 1 
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9. 


(continued) 


A number of different engineers were involved in the development of the 
walkway. 


(e) Describe a specific role that each of the following engineers would 
undertake in the development of the walkway. 


(i) A mechanical engineer would design . . . 


MARKS 


(ii) An electrical engineer would calculate . . . 


*X825750114* 


page 14 


DO NOT | 


WRITE IN 
THIS 
MARGIN 


| MARKS | PO noT | 


WRITE IN 
THIS 
MARGIN 


10. Aslow cooker is shown. 


cooking pot 


The cooking pot has a specific heat capacity of 910 J kg”! К"! and a mass of 


1-6 kg. 
(a) Calculate the heat energy used to increase the temperature of the 
cooking pot by 25?C. 2 
[Turn over 


*X825750115* 


page 15 


(continued) 
The heating element in the slow cooker is rated at 230 V, 1-1 A. 


(b) (0) Calculate the input electrical energy used in 120 minutes. 


(ii) Calculate the output energy in this time if the slow cooker is 0-72 
(72%) efficient. 


*X823750116* 


page 16 


MARKS 


DO NOT | 


WRITE IN 
THIS 
MARGIN 


| MARKS DO NOT | 


WRITE IN 
THIS 
MARGIN 


10. (continued) 


The circuit used to indicate when the slow cooker is at the required 
temperature is shown. 


(c) Describe the operation of the circuit as the temperature increases. 
Include reference to the resistance of the thermistor and the voltage V. 4 
When the temperature increases . . . 


(d) Describe the function of resistor R in this circuit. 1 
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. Part of a zip slide and its rider is shown at the start of the run down a hillside. 


The forces acting on the zip slide cables are analysed using the scale drawing 
of the triangle of forces shown below. 


force A 


force C force B 


Scale 
10 mm = 150 N 


(a) Determine, with reference to the triangle of forces, the size of force A. 


N 
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11. (continued) 


When a force of 680 N is applied to the cable holding the rider, it experiences 
a stress of 13 N mm ?. 


(b) Calculate the cross-sectional area of the cable. 3 


[Turn over 
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(continued) 


The properties of four materials considered for the cable holding the rider 
are shown in the table below. 


Material Maximum force Performs best in | Corrosion resistant 
A 7200 N compression no 
B 7200 N tension no 
C 7200 N compression yes 
D 7200 N tension yes 


(c) Select the most suitable material from the table to be used for the 
support cable and justify your choice. 2 


Choice of material 


Justification for choice 


A structural engineer uses computer simulation during the design of the zip 
slide’s supporting structure. 


(d) Explain why using computer simulation is preferable to building a 
prototype when designing the supporting structure. 2 


II JJ 
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. (continued) 


The next rider on the zip slide has a mass of 75 kg and a velocity of 13 ms *. 


(e) Calculate the kinetic energy of this rider. 


[Turn over 
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Two pneumatic pistons used to hold material in place on a production line 
are shown. 


The electro-pneumatic circuit used to control the operation of the two 
pistons is shown below. 


cylinder (A) 


6) cylinder 
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(a) Describe using appropriate terminology, the operation of the circuit 
shown opposite. 3 


When the electrical switch is activated . . . 


The circuit is to be modified so that both pistons outstroke slowly. 


An engineer tests a uni-directional restrictor in each of the positions shown 
(D, E and F) to restrict the exhaust air as the pistons outstroke. 


piston (А) 


| | piston 


(b) Describe the effect on the outstroke of pistons (A) and (B) of piping a 
uni-directional restrictor in these positions. 3 


D 
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(continued) 
The air pressure supplied to the circuit is 0-50 N mm 2. 


(c) Calculate the outstroking force of a 42 mm diameter piston. 


The electronic circuit used to activate valve (1) is shown below. 
The solenoid used in the circuit is rated at 12 V, 4-5 W. 


_| switch 


12V 


(d) Calculate the current in the circuit when the switch is closed. 


*X823750124* 


page 24 


MARKS 


DO NOT | 


WRITE IN 
THIS 
MARGIN 


| MARKS DO NOT | 


WRITE IN 
THIS 
MARGIN 


13. Asolar powered rubbish compactor which crushes waste to increase its 
storage capacity is shown. 


solar panel 


rubbish compactor 


(a) Explain why solar panels can contribute towards limiting climate change. 2 


[Turn over 
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(continued) 


A microcontroller is used to operate the rubbish compactor using the 
following sequence. The sequence runs after the rubbish compactor has been 
emptied and reset. 


e A full LED will switch off and a ready LED will switch on 


e When a rubbish level sensor is activated, a crusher will start to move 
down 


* The crusher will stop when a force sensor is activated 


• After a delay of 0-5 seconds the crusher will move up until a limit switch is 
activated 


e If the rubbish level sensor is off, the sequence will return to the start 


e If the rubbish level sensor is still activated the ready LED will switch off 
and the full LED will switch on 


• The sequence will end 


Input and output connections to the microcontroller are shown in the table 


below. 
Input connection Pin Output connection 

7 crusher up 
6 crusher down 
5 full LED 
4 ready LED 

force sensor 2 

limit switch 1 

rubbish level sensor 0 


(b) Complete the flowchart opposite for this sequence, with reference to the 
data booklet and input/output connections. 


Include all pin numbers and the delay unit in your flowchart. 11 


A JJ 
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13. (continued) 


A rubbish compactor can store five times more rubbish than standard bins 
and therefore can be emptied less often. 


(c) Explain an environmental impact of not having to empty the bin as often. 2 
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14. 


A snow making machine used in a ski resort is housed in a container. 


A simplified free body diagram of the forces acting on the base of the 
container is shown below. 


11 kN 37 kN 28 KN 


Ra Rg 


(a) Calculate by taking moments about R,, the reaction force Rg. 
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14. (continued) 


(b) Calculate the reaction force R,. 2 


[Turn over 
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14. 


(continued) 


Ice is to be broken up by a cutter during the snow making process. 
The cutter is driven by a compound gear train as shown below. 


input 
(motor) 
1980 revs min”! 


(cutter) 
55 revs min”? 


(c) Explain how the efficiency of a compound gear train can be increased. 


*X823750132* 


page 32 


MARKS 


DO NOT | 


WRITE IN 
THIS 
MARGIN 


r^ 


14. 


(continued) 


(d) Calculate the number of teeth on gear D in the compound gear train 
shown. 


(e) Describe a modification to the compound gear train that results in gear D 
rotating in the opposite direction to gear A. 


[END OF QUESTION PAPER] 
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